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EAST  BOSTON 

List  of  descriptions  of  first-order  traverse  stations  with 
Lambert  Co-ordinates  for  each  station  and  the  grid  azimuth 
and  grid  distance  to  the  following  station. 

Scale  Factor  =  0.9999670  =  grid  Jfm*^ 

I  rue  Length 

An  asterisk  indicates  a  concrete  monument. 

The  Massachusetts  System  of  Rectangular  Co-ordinates  is 
based  on  the  Lambert  Conformal  Conic  Projection  as  approved 
by  the  United  States  Coast  and  Geodetic  Survey.  This  pro- 
jection has  a  scale  factor  of  0.9999670  for  Boston.  The  grid 
distances  herein  tabulated  should  be  divided  by  0.9999670  to 
obtain  true  distances.  No  correction  need  be  applied  to  the 
grid  azimuths. 

1/0    White  Street.     South  side  near  intersection  at  Eutaw  Street.     A 
brass  tack  in  a  lead  plug  in  pipe  on  the  three-foot  offset  line.     Also 
Point  B,  Ebbing  2  Triangulation  Transfer  point. 
86.90    feet  southeast  from  corner  of  granite  base. 
55 .  15    feet  southeast  from  corner  of  granite  base. 
87.88    feet  southwest  from  base  of  E.  E.  I.  Co.  light  pole  No.  5689. 
28.575  feet  north  from  corner  board. 
23 .59    feet  northeast  from  corner  of  hydrant  base. 

Co-ordinates        X  =  725,571 .300        Y  =  503,347.060 

To  Station  Grid  Azimuth  Grid  Distance 

1/1  89° 48' 24". 3  694.391 

1/1  White  Street.  South  side  between  Marion  Street  and  Monmouth 
Street.  A  pipe  with  a  brass  tack  in  a  lead  plug  in  brick  sidewalk 
on  about  the  two-foot  line. 

14.41  feet  north  of  northeast  corner  of  No.  41  White  Street. 
10.78  feet  northeast  of  east  corner  of  bay  window  of  No.  41  White 

Street. 
20.37  feet  northwest  of  east  corner  of  bay  window  of  No.  43  White 

Street. 
25.41  feet  west  of  nail  in  wooden  telegraph  pole. 

Co-ordinates        X  =  724,876. 913        Y  =  503,344. 718 

To  Station  Grid  Azimuth  Grid  Distance 

1/2  90°  07' 11". 9  547.255 

1/2    White  Street  at  Meridian  Street.     A  brass  tack  in  a  lead  plug  in 
concrete  sidewalk  on  the  southwest  corner. 
49 .4    feet  south  of  trolley  pole  No.  204/80. 

17.24  feet  southwest  of  center  of  N.  E.  T.  &  T.  Co.  manhole  cover. 
7.13  feet  northeast  of  right  outer  corner  of  stone  wall  of  No.  408. 
4.96  feet  northwest  of  the  base  of  Fire  Alarm  Box  (Meridian 
Street),  No.  6175. 


Co-ordinates 

X  =  724,329. 659 

Y  =  503,345. 864 

To  Station 

Grid  Azimuth 

Grid  Distance 

1/3 

358° 25' 26". 3 

1327.069 

EVERE 


TRAVERSE   STATIONS 


EAST     BOSTON 


1/3  Meridian  Street.  West  side  near  Lexington  Street.  A  brass  tack 
in  a  lead  plug  in  concrete  sidewalk  opposite  No.  294  Meridian  Street. 
80      feet  south  of  the  south  side  of  Lexington  Street. 

57.7  feet  south  of  trolley  pole  No.  204/56. 
39 .6  feet  north  of  trolley  pole  No.  204/54. 

11.4  feet  northwest  of  center  of  water  shut-off  No.  292. 
14 . 9  feet  southeast  of  left  outer   corner  of  granite  step  of  294 
Meridian  Street. 
Co-ordinates         X  =  724,366 .  158         Y  =  502,019.297 
To  Station  Grid  Azimuth  Grid  Distance 

1/2  358°  40'  51  ".5  498.279 

1/4  Central  Square  opposite  Meridian  Street.  A  brass  tack  in  a  lead 
plug  in  a  paving  block  located  approximately  five  feet  east  of  the 
west  sideline  of  Meridian  Street  and  four  feet  north  of  the  south 
sideline  of  Saratoga  Street. 

23 . 9  feet  southwest  of  crosscut  on  rim  of  N.  E.  T.  &  T.  Co.  man- 
hole. 
73 . 2  feet  northwest  of  crosscut  on  base  of  hydrant. 

68 . 8  feet  northeast  of  crosscut  on  trolley  pole  No.  204/46. 
Co-ordinates        X  =  724,377 .628         Y=  501,521 .  150 

To  Station  Grid  Azimuth  Grid  Distance 

1/5  29°  10' 47". 3  1024.906 

15/1  242°  54' 14". 7  886.078 

1/5     Border  Street  at  Decatur  Street.     A  standard  City  Planning  Board 

*  disc  set  in  a  concrete  monument  in  concrete  sidewalk  at  the  inter- 
section of  the  four-foot  offset  lines  on  the  east  side  of  Border  Street 
and  the  north  side  of  Decatur  Street. 

4 .  88  feet  west  of  westerly  corner  of  brick  face  of  one  story  building 
on  corner. 
21 .  47  feet  southeast  of  crosscut  on  Boston  Water  Works  manhole  rim. 
18.65  feet  northeast  of  crosscut  on  sewer  manhole  rim. 
Co-ordinates        X  =  723,877. 933         Y  =  500, 626. 311 
To  Station  Grid  Azimuth  Grid  Distance 

1/6  30°  14' 11".  8  1093.843 

1/6     Border  Street  at  Sumner  Street,  southeast  corner.     A  City  Plan- 

*  ning  Board  disc  set  in  concrete  monument  in  sidewalk  at  the  inter- 
section of  the  south  side  of  Border  Street  with  the  east  side  of 
Sumner  Street  very  close  to  four-foot  offset  at  intersection  of  Sumner 
and  Border  Streets. 

56.80  feet  from  brick  foundation  of  No.  5  Border  Street. 
45.0    feet  from  foundation  of  brick  building  at   No.  64  Sumner 
Street. 

17 .21  feet  northeast  from  crosscut  on  Boston  Water  Works  rim. 
Co-ordinates        X  =  723,327. 104         Y  =  499,681. 282 

To  Station  Grid  Azimuth  Grid  Distance 

1/7  300°  10' 12".  8  839.227 

1/7  Sumner  Street  at  Paris  Street.  A  nail  in  a  lead  plug  in  the  sidewalk 
near  the  intersection  of  the  north  side  of  Sumner  Street  and  the 
east  side  of  Paris  Street. 

45.22  feet  north  of  the  southeast  corner  of  building  on  the  north- 

west corner  of  the  intersection  of  Paris  and  Sumner 
Streets. 
63.75  feet  north  of  northeast  corner  of  No.  173  Sumner  Street. 
13.44  feet  southwest  of  the  right  edge  of  the  southwest  corner  of 
building  on  the  northeast  corner  of  the  intersection    of 
Paris  and  Sumner  Streets. 
Co-ordinates        X  =  724,052.646        Y  =  499,259.511 
To  Station  Grid  Azimuth  Grid  Distance 

1/8  300°  08'  17".  1  555.529 


1/8  A  nail  in  a  lead  plug  set  in  the  west  abutment  of  bridge  over  the 
Boston  &  Maine  Railroad  on  the  north  side  of  Sumner  Street 
10.26  feet  southwest  from  corner  board  of  the  southerly  end  of 

building. 
31.16  feet  south  from  corner  board  of  the  northerly  end  of  building. 
9.57  feet  northwest  from  fence  post  on  bridge. 

Co-ordinates        X  =  724,533. 077        Y  =  498, 980. 588 

To  Station  Grid  Azimuth  Grid  Distance 

1/9  300°  07' 25".  1  924.774 

1/9     Sumner  Street.    Northeast  side  at  Cottage  Street.     A  standard  City 

*  Planning  Board  disc  set  in  a  concrete  monument  situated  very  close 
to  the  intersection  of  four-foot  offset  lines  of  Sumner  and  Cottage 
Streets  (northeast  corner) . 

16.0  feet  east  from  crosscut  on  Boston  Water  Works  manhole  rim. 

11 . 1  feet  north  of  crosscut  on  E.  E.  I.  manhole  rim. 

9 . 2  feet  southwest  from  base  board  at  right  side  of  entrance  of 
No.  336  Sumner  Street. 
Co-ordinates        X  =  725,332. 955        Y  =  498,516. 474 
To  Station  Grid  Azimuth  Grid  Distance 

1/10  212°  01' 31". 2  501.065 

1/10  Cottage  Street.     North  side  at  Maverick  Street.     A  standard  City 

*  Planning  Board  disc  set  in  concrete  monument  very  close  to  inter- 
section of  four-foot  offset  lines  of  Maverick  Street  and  Cottage 
Street  (east  end  of  Cottage  Street).  Monument  situated  at 
northeast  corner  (No.  238  Maverick  Street). 

58.8  feet  southwest  from  northwest  corner  of  114  Cottage  Street. 

14.9  feet  northwest  of  crosscut  on  rim  of  B.  W.  W.  rim. 
16.96  feet  east  from  crosscut  on  N.  E.  T.  &  T.  manhole  rim. 

Co-ordinates        N  =  725,598. 667        Y  =  498, 941. 284 

To  Station  Grid  Azimuth  Grid  Distance 

13/8  299°  59'  42" .  6  1081 .  040 

2/0  McClellan  Highway  at  Boardman  Street.  A  brass  tack  in  a  lead 
plug  at  the  intersection  of  McClellan  Highway  and  Boardman 
Street. 

2 .  88  feet  south  from  a  brass  tack  in  lead  plug  in  curb  of  reserva- 
tion. 
60.49  feet  east  from  crosscut  on  rim  of  sewer  manhole. 
55 .  96  feet  north  from  a  brass  tack  in  a  lead  plug  in  concrete  curb 

of  reservation. 
41 .80  feet  southwest  from  spike  6  inches  up  in  pole. 

Co-ordinates        X  =  736,410 .150        Y  =  507,437 .  150 

To  Station  Grid  Azimuth  Grid  Distance 

2/1  27°  12'  13".  3  673.616 

6/1  210°  29' 18". 0  495.460 

2/1     McClellan  Highway.     East  side,  600  feet  south  of  Boardman  street. 

A  crosscut  in  granite  curb  on  the  east  side  of  McClellan  Highway, 

south  side  of  Highway  Bridge  near  State  Highway  Department 

Station  97+97  E.  B. 

600    feet   south   of   the   intersection    of   Boardman   Street   and 

McClellan  Highway. 

7.55  feet  west  from  concrete  fence  post  painted  97+97  E.  B. 

Co-ordinates        X  =  731, 102. 203        Y  =  506,838. 045 

To  Station  Grid  Azimuth  Grid  Distance 

2/2  44°  36' 13". 6  960.261 
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2/2  McClellan  Highway.  Center  strip,  1,200  feet  north  of  Addison  Street. 
A  tack  in  a  lead  plug  set  in  the  concrete  edgestone  of  an  island 
in  the  McClellan  Highway  approximately  2,000  feet  south  of 
Boardman  Street  and  1,200  feet  north  of  Addison  Street  near  State 
Highway  station  88+00  E.  B. 
67.2    feet  south  of  Massachusetts  Highway  bound  on  east  side  of 

McClellan  Highway. 
67.05  feet  south  of  Massachusetts  Highway  bound  on  west  side  of 

McClellan  Highway. 
3 .  95  feet  west  from  brass  tack  in  lead  plug  on  curb. 

Co-ordinates        X  =  730,427. 908        Y=  506, 154. 359 
To  Station  Grid  Azimuth  Grid  Distance 

2/3  57°  15' 42". 6  576.671 

2/3     McClellan  Highway.     West  side,  800  feet  north  of  Addison  Street. 
A  City  Planning  Board  disc  set  in  granite  curb  on  the  west  side  of 
McClellan  Highway. 
800  feet  north  of  Addison  Street. 

11 .  99  feet  north  of  E.  E.  I.  Co.  pole  No.  ?||i-"  opposite  State  High- 
way station  81+52  E.  B.  22 
9.93  feet  north  from  concrete  post  No.   15  on  west  side  of  Mc- 
Clellan Highway. 

12.0  feet  northeast   from   concrete   post  No.  17  on  west  side  of 

McClellan  Highway. 
Co-ordinates        X  =  729,942. 841        Y  =  505,842. 495 
To  Station  Grid  Azimuth  Grid  Distance 

2/4  27°  44' 48". 5  463.718 

2/4     McClellan  Highway.     Center  strip  at  Addison  Street.    A  City  Plan- 
ning Board  disc  in  curb  of  reservation  on  McClellan  Highway 
opposite  south  side  of  Addison  Street  near  State  Highway  Depart- 
ment Station  77+50  E.  B. 
70.37  feet  southwest  of  the  southwest  corner  of  Maverick  Mills 

office  building. 
68.47  feet  east  of  N.  E.  T.  &  T.  pole  No.  42/2. 
43. 17  feet  southeast  from  crosscut  on  sewer  manhole  rim. 
1 .87  feet  south  from  C.  B.  on  sign  post. 
Co-ordinates        X  =  729,726 .  950        Y  =  505,432 .  098 
To  Station  Grid  Azimuth  Grid  Distance 

2/5  288°  07' 45". 6  1422.238 

2/5  Saratoga  Street.  West  side,  25  feet  north  of  Addison  Street.  A 
brass  tack  on  a  lead  plug  in  center  of  granolithic  sidewalk,  west 
side  of  Saratoga  Street. 

25 . 1  feet  north  of  Addison  Street  opposite  No.  837  Saratoga  Street. 
47 .44  feet  west  of  northwest  corner  of  No.  837  Saratoga  Street. 

29 .95  feet  north  of  base  of  light  pole  at  corner  of  Addison  and  Sara- 

toga Streets. 
57.90  feet  south  of  E.  E.  I.  Co.  manhole. 

72.54  feet  west  from  bottom  shingle  of  No.  839  Saratoga  Street. 
Co-ordinates        X  =  731,078.583        Y  =  504,989.550 
To  Station  Grid  Azimuth  Grid  Distance 

2/6  63°  00' 49". 6  779.712 

2/6     Saratoga  Street.     West   side  at  Byron  Street.     A  standard  City 
*       Planning  Board  disc  set  in  concrete  bound  in  the  sidewalk  near  the 
intersection  of  the  south  side  of  Byron  Street  with  the  west  side  of 
Saratoga  Street. 

47 .96  feet  north  of  south  corner  of  Engine  House  No.  21. 

4 .  23  feet  east  of  fence  post  (tube)  at  intersection  of  property  lines 

of  Saratoga-Byron  Streets. 
2 .94  feet  southwest  from  crosscut  on  sign  post. 

Co-ordinates        X  =  730,383. 769        Y  =504,635. 735 

To  Station  Grid  Azimuth  Grid  Distance 

2/7  62°  53' 21". 9  554.004 


2/7    Saratoga  Street.     West  side  at  Moore  Street.     A  standard   City 

*  Planning  Board  disc  set  in  a  concrete  monument  in  the  sidewalk 
near  the  intersection  of  the  north  side  of  Moore  Street  with  the 
west  side  of  Saratoga  Street. 

39 .  07  feet  west  of  Edison  light  pole  on  northeast  corner  of  Saratoga 
and  Moore  Streets. 

58.36  feet  east  of  northwest  corner  of  Saratoga  Street. 
65 .  14  feet  north  from  spindle  on  hydrant. 

Co-ordinates        X  =  729,890 .634        Y  =  504,383 .  270 

To  Station  Grid  Azimuth  Grid  Distance 

3/5  62°  58' 42". 8  1342.951 

3/0     White  Street.     South  side  near  Putnam  Street.  A  standard  City 

*  Planning  Board  disc  set  in  a  concrete  monument  on  White  Street. 
65 .  65  feet  southwest  from  corner  concrete  post. 

51 .41  feet  south  from  corner  concrete  post. 

21 .56  feet  northeasterly  from  5th  brick  up  on  No.  87  White  Street. 

18.27  feet  northwesterly  from  right  outer  corner  of  No.  99  White 

Street. 
68.11  feet  west  from  10th  brick  up  of  No.  89  White  Street. 

Co-ordinates        X  =  725,823.330        Y  =  503,347.490 

To  Station  Grid  Azimuth  Grid  Distance 

3/1  269° 54' 10". 0  70.717 

3/1     White  Street.     West  side  at  Putnam  Street.     A  brass  tack  in  a  lead 
plug  set  in  pipe  flush  with  brick  sidewalk  at  southwest  corner  of 
White  and  Putnam  Streets  (about  four-foot  line  intersection). 
39 .  19  feet  northeast  of  southeast  corner  of  No.  67  Putnam  Street. 
22.34  feet  west  of  E.  E.  I.  Co.  manhole. 

31 .37  feet  southeast  of  sewer  manhole  in  White  Street. 

Co-ordinates        X  =  725,894. 047        Y  =  503,347. 610 

To  Station  Grid  Azimuth  Grid  Distance 

3/2  332°  51' 56". 0  895.878 

22/1  193°  59' 29". 9  234.597 

3/2    Saratoga  Street.     West  side  at  Putnam  Street.     A  brass  tack  in  a 
lead  plug  set  in  a  Bradley's  head  near  the  intersection  of  the  west 
side  of  Saratoga  Street  and  the  south  side  of  Putnam  Street. 
8 .  58  feet  southeast  from  the  right  outer  corner  of  the  northeast 
corner  of  No.  133  Putnam  Street. 

35.47  feet  northwest  of  light  pole  on  the  southeast  corner  of  the 

intersection  of  Putnam  and  Saratoga  Streets. 
3.51  feet  north  from  crosscut  on  street  sign  post. 

36.48  feet  southwesterly  from  telephone  pole  No.  2245. 

Co-ordinates        X  =  726,302.639        Y  =  502,550.333 

To  Station  Grid  Azimuth  Grid  Distance 

3/3  242°  53' 37". 7  690.917 

3/3     Saratoga  Street.     North  side  at  Prescott  Street.     A  brass  tack  in 
lead  plug  set  in  a  Bradley's  head  at  the  intersection  of  the  east  side 
of  Prescott  Street  with  the  north  side  of  Saratoga  Street. 
45.11  feet  west  of  southwest  corner  of  No.  401  Saratoga  Street. 

7 .  16  feet  southeast  of  southeast  corner  of  No.  402  Saratoga  Street. 
53.25  feet  north  of  northeast  corner  of  No.  400  Saratoga  Street. 

Co-ordinates        X  =  726,917. 668        Y  =  502,865. 143 

To  Station  Grid  Azimuth  Grid  Distance 

3/4  242°  51' 04". 5  750.314 


3/4  Saratoga  Street.  North  side  at  Shelby  Street.  A  brass  tack  in  a 
lead  plug  at  intersection  of  four-foot  lines  of  Saratoga  and  Shelby- 
Streets  southeast  of  Shelby  Street  and  east  side  of  Saratoga  Street. 
93 . 5    feet  west  of  stone  bound  at  property  lines  of  Saratoga  and 

Chelsea  Streets  at  southeast  corner  of  No.  472  Saratoga 

Street. 

Co-ordinates         X  =  727,585. 316        Y  =  503,207.513 

To  Station  Grid  Azimuth  Grid  Distance 

3/5  242°  58'  35". 2  1244.885 

23/1  153°  04' 36". 6  545.297 

3/5  Saratoga  Street.  West  side  between  McClellan  Highway  and  Swift 
Street.  A  brass  tack  in  a  lead  plug  in  the  granolithic  walk  of  Traffic 
Island  opposite  No.  591  Saratoga  Street. 

.63 .89  feet  northwest  of  southwest  corner  of  No.  589  Saratoga  Street. 
68 .24  feet  southwest  of  northwest  corner  of  No.  593  Saratoga  Street. 
14.76  feet  northeast  of  rim  of  E.  E.  I.  Co.  manhole  on  west  side  of 
Saratoga  Street. 

Co-ordinates        X  =  728,694 .284        Y  =  503,773 .  136 

To  Station  Grid  Azimuth  Grid  Distance 

4/1  212°  58'  17". 7  1335.084 

4/1     McClellan  Highway.  Center  strip  600  feet  south  of  Addison  Street. 
A  brass  tack  in  a  lead  plug  set  in  a  pipe  driven  in  the  grass  reserva- 
tion on  McClellan  Highway  approximately  600  feet  south  of  Addison 
Street  opposite  State  Highway  Station  71+50  E.  B. 
67.59  feet  west  of  right  outer  corner  of  southerly  end  of  concrete 

retaining  wall  on  east  side  of  McClellan  Highway. 
20      feet  northeast  of  the  property  line  prolonged  in  a  northwest- 
erly direction  on  the  north  side  of  Byron  Street. 

Co-ordinates        X  =  729,420. 867        Y  =  504,893. 191 

To  Station  Grid  Azimuth  Grid  Distance 

2/4  209°  35' 43". 0  619.764 

5/0     Boardman  Street  near  Leyden  Street.     A  City  Planning  Board  disc 
set  in  curb  on  the  south  side  of  Boardman  Street. 
36.44  feet  southwest  from  spike  in  pole. 
68.71  feet  southeast  from  crosscut  in   base  of  hydrant. 
Co-ordinates        X  =  731,623. 210        Y  =  507,013. 650 

To  Station  Grid  Azimuth  Grid  Distance 

5/1  317°  13' 30". 0  1630.593 

5/1  Saratoga  Street.  West  side  at  Boardman  Street.  A  spike  in  road- 
way near  the  intersection  of  the  south  side  of  Boardman  Street 
with  the  west  side  of  Saratoga  Street. 

53 .  64  feet  southeast  of  right  outer  corner  of  doorway  at  the  south- 
east corner  of  No.  3  Boardman  Street. 
77.71  feet  southeast  of  southwest  corner  of  No.  3  Boardman  Street. 
14.10  feet  northeast  of  left  outer  corner  of  doorway  at  northeast 
corner  of  No.  968  Saratoga  Street. 

Co-ordinates        X  =  732,730. 580        Y  =  505,816. 752 

To  Station  Grid  Azimuth  Grid  Distance 

5/2  63°  54' 15". 7                  804.404 

8/1  292°  10' 37". 4                 597.258 

14/1  246°  19'  58". 0                 439.179 


5/2    Saratoga  Street.    North  side  opposite  Trumbull  Street.     A  City 
Planning  Board   disc  in  pipe  set  in  concrete  (driveway)  close  to 
four-foot  line  on  north  side  Saratoga  Street  and  center  line  of  Trum- 
bull Street,  1,200  feet  southwest  of  Boardman  Street. 
27 . 1  feet  southwesterly  from  crosscut  on  sewer  manhole  rim 

42 . 0  feet  south  from  crosscut  on  sewer  manhole  rim. 

55 . 1  feet  southeasterly  from  crosscut  on  sewer  manhole  rim. 
25 . 5  feet  northeasterly  from  corner  of  fence  post. 

Co-ordinates        X  =  732,008. 176        Y  =  505,462. 918 

To  Station  Grid  Azimuth  Grid  Distance 

2/5  63°  00' 49". 9  1043.178 

6/1     McClellan  Highway.    Center  strip,  600  feet  south  of  Waldemar  Ave- 
nue.   A  brass  tack  in  a  lead  plug  set  in  pipe  in  the  grass  reserva- 
tion   of    McClellan    Highway    approximately    600   feet  south  of 
Waldemar  Avenue. 
70.22  feet  northeast  of  E.  E.  I.  Co.  pole  No.  36  on  the  west  side  of 

McClellan  Highway. 
42 .  34  feet  west  of  traffic  sign  on  east  side  of  McClellan  Highway. 

Co-ordinates        X  =  731,661 .528        Y  =  507,864 .  104 

To  Station  Grid  Azimuth  Grid  Distance 

6/2  210°  52' 03". 6  307.326 

6/2     McClellan  Highway  at  Waldemar  Avenue.    A  tack  in  a  lead  filled 
iron  pipe  at  the  intersection  of  the  center  fines  of  McClellan  High- 
way and  Waldemar  Avenue. 
44 .  40  feet  east  from  concrete  sign  post. 

46.43  feet  north  from  a  brass  tack  in  lead  plug  on  P.  I.  of  reserva- 
tion curb. 
58.88  feet  south  from  a  brass  tack  in  lead  plug  on  P.  I.  of  reserva- 
tion curb. 

Co-ordinates        X  =  731,819. 204        Y  =  508, 127. 899 

To  Station  Grid  Azimuth  Grid  Distance 

6/3  271°  01' 53". 0  801.707 

6/3     Waldemar  Avenue.    North  side,  800  feet  east  of  McClellan  Highway. 
A  spike  in  the  north  side  of  the  roadway  of  Waldemar  Avenue 
approximately  800  feet  east  of  McClellan  Highway. 
37.31  feet  northwest  of  spike  in  E.  E.  I.  Co.  pole  (light)  No.  122/28. 

69.05  feet  northeast  of  tack  in  E.  E.  I.  Co.  pole  No.  122/29. 

Co-ordinates        X  =  732,620. 781         Y  =  508, 113. 468 

To  Station  Grid  Azimuth  Grid  Distance 

6/4  289°  11' 18".  6  635.140 

6/4     Waldemar  Avenue.     South  side  at  Overlook  Street.    A  stone  bound 
*       located  at  intersection  of  south  side  of  property  line  of  Waldemar 
Avenue  and  north  side  of  property  line  of  Overlook  Street. 
62 .  47  feet  north  of  hydrant  (located  in  front  of  No.  26  Overlook 
Street.) 

98.6  feet  north  of  E.   E.   1.   Co.  light  pole   2245/5  near  back 

concrete  stairs  of  No.  26  Overlook  Street. 

Co-ordinates        X  =  733,220. 634        Y  =  507,904. 712 

To  Station  Grid  Azimuth  Grid  Distance 

6/5  277°  22' 58". 5  683.784 

9/1  296°  09' 34". 9  383.878 


6/5     Waldemar  Avenue,   at  entrance  to  Suffolk  Downs  Race  Track. 
A  spike  in  the  roadway  of  Waldemar  Avenue  near  the  entrance 
to  Suffolk  Downs  Race  Track. 
66.87  feet  north  of  spike  6  inches  up  in  E.  E.  I.  Co.  pole  No.  122/15. 

74.39  feet  northeast  of  E.  E.  I.  Co.  pole  No.  122/16. 
14 . 5    feet  northwest  from  fence  post. 

Co-ordinates        X  =  733,898. 750        Y  =  507,816. 849 
To  Station  Grid  Azimuth  Grid  Distance 

6/6  302°  26' 45".  1  877.010 

6/6     Waldemar  Avenue.      South  side,  800  feet  west  of  Walley  Street. 
A  spike  in  the  roadway  at  the  south  side  of  Waldemar  Avenue 
in  front  of  house  No.  52. 
4 .  65  feet  north  of  nail  in  stump.     » 
50. 13  feet  northwest  on  nail  in  tree  stump. 

43.51  feet  southwest  of  steel  post  at  the  east  end  of  fence  on  the 
north  side  of  Waldemar  Avenue. 
Co-ordinates        X  =  734,638. 858        Y  =  507,346. 331 
To  Station  Grid  Azimuth  Grid  Distance 

6/7  301°  55' 50". 5  678.981 

6/7     Waldemar  Avenue  at  Walley  Street.     A  spike  in  the  roadway  at 
the  junction  of  Waldemar  Avenue  and  Walley  Street. 

57.00  feet  west  of  a  spike  in  E.  E.  I.  Co.  pole  No.  04832. 
53.72  feet  southeast  of  E.  E.  I.  Co.  pole  No.  0309. 

18 .  77  feet  northeast  of  old  iron  post  on  west  side  Walley  Street. 
Co-ordinates        X  =  735,215 .  101        Y  =  506,987 .  223 
To  Station  Grid  Azimuth  Grid  Distance 

6/8  262°  49' 38". 3  237.514 

6/8    Boston  Elevated  Railway  tracks,  east  of  Waldemar  Avenue.     A 
brass  tack  in  a  lead  plug  in  paving  block  4 .  90  northwest  of  north 

■poi]    AT    "f"T*f}PKS 

33.90  feet  southeast  of  light  pole  278/22. 
37.98  feet  west  of  light  pole  278/23. 

41 .40  feet  northwest  of  trolley  pole  278/21  A. 
Co-ordinates        X  =  735,450. 756        Y  =  507,016. 879 

To  Station  Grid  Azimuth  Grid  Distance 

10/1  36°  54' 12". 3  426.107 

7/0     Saratoga    Street.    North  side,  near  Annavoy  Street.     A  standard 

*  City  Planning  Board  disc  set  in  concrete  monument  on  a  three-foot 
offset  line. 

41 .54  feet  east  from  concrete  wall  of  1201  Saratoga  Street. 
13.36  feet  southeast  from  spike  on  telephone  pole. 
56.36  feet  south  from  crosscut  on  base  of  light  pole. 

Co-ordinates        X  =  735,653. 530        Y  =  504,407 .  440 
To  Station  Grid  Azimuth  Grid  Distance 

7/1  115°  26' 16". 7  1041.071 

7/1     Saratoga  Street  at  Shawsheen  Street,  southwest  corner.     A  mon- 

*  ument  on  the  southwest  corner  of  Saratoga  Street  and  property 
line  of  Shawsheen  Road. 

26.3  feet  west  from  the  northwest  corner  of  B.  W.  B.  on  Shaw- 

sheen Road. 

11.1  feet  northeast   from   the   southeast   corner   of   porch   corner 

board. 

14.4  feet  southeast  from  the  south  corner  of  B.  W.  W. 

51 . 2  feet  easterly  from  crowfoot  on  east  side  of  hydrant. 
42 . 1  feet  southwest  from  west  side  of  light  pole. 

Co-ordinates        X  =  734,713. 390        Y  =  504,854. 615 

To  Station  Grid  Azimuth  Grid  Distance 

7/2  210°  16' 11". 9  481.803 
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7/2  Boston,  Revere  Beach  &  Lynn  Railroad  tracks  (Winthrop  Branch), 
opposite  Shawsheen  Street.  A  brass  tack  in  a  lead  plug  in  a 
concrete  filled  pipe  in  the  centre  of  the  right-of-way  of  the  Win- 
throp Branch  of  the  Boston,  Revere  Beach  &  Lynn  Railroad  on 
the  side  line  of  Waupello  Place  extended. 
65.71  feet  northeast  of  concrete  base  of  tower  No.  205  on  south 

side  of  Boston,  Revere  Beach  &  Lynn  Railroad. 
65 .  63  feet  southeast  of  concrete  base  of  tower  on  north  side  of 

railroad. 
48.43  feet  northwest  of  old  fence  post  (top)  on  the  south  side  of 

railroad. 
34.48  feet  southwest  of  old  fence  post  (top)  on  north  side  of  rail- 
road. 

Co-ordinates        X  =  734, 956. 255        Y  =  505,270.729 

To  Station  Grid  Azimuth  Grid  Distance 

7/3  115°  34' 53".  1  1238.533 

7/3     Boston,  Revere  Beach  &  Lynn  Railroad  tracks  at  Winthrop  Branch 
Turnout.     A  brass  tack  in  a  lead  plug  in  a  pipe  in  the  right-of-way 
of  the  Boston,  Revere  Beach  &  Lynn  Railroad  about  500  feet 
north  of  Orient  Station. 
32.95  feet  southwest  of  guy  pole  No.  0/102 
42.48  feet  southeast  of  telephone  pole  No.  0/48 
64.29  feet  north  of  left  outer  corner  of  concrete  base  of  tower 

No.  41  on  the  east  side  of  the  mainline  of  the  Boston, 

Revere  Beach  &  Lynn  Railroad. 

Co-ordinates        X  =  733,839. 132        Y  =  505,805. 519 

To  Station  Grid  Azimuth  Grid  Distance 

7/4  246°  09' 55". 3  1120.852 

7/4     Boston,  Revere  Beach  &  Lynn  Railroad  near  Bennington  Street 

*  Bridge.  U.  S.  C.  &  G.  disc  near  the  east  end  of  the  north  abut- 
ment of  the  Bennington  Street  Bridge  marked  U.  S.  Coast  and 
Geodetic  Survey  and  State  Survey  Station  372. 

Co-ordinates        X  =  734,864. 261        Y  =  506,258.752 

To  Station  Grid  Azimuth  Grid  Distance 

7/5  229°  57' 29". 9  899.692 

7/5     Boston,  Revere  Beach  &  Lynn  Railroad  opposite  Suffolk  Downs 

*  Station.  A  U.  S.  Coast  and  Geodetic  disc  located  in  the  right-of- 
way  of  the  Boston,  Revere  Beach  &  Lynn  Railroad  opposite  Suf- 
folk Downs  Station  marked  U.  S.  Coast  and  Geodetic  Survey  and 
State  Survey  Station,  37  Y. 

Co-ordinates        X  =  735,553. 044        Y  =  506,837. 564 

To  Station  Grid  Azimuth  Grid  Distance 

6/8  150° 17' 52". 6  206.438 

8/1  Saratoga  Street.  Northwest  side,  at  Orient  Heights  Railroad 
Station.  A  brass  tack  in  a  lead  plug  on  the  northwest  side  of 
Saratoga  Street  Bridge  at  Orient  Heights,  in  concrete  sidewalk  near 
inclining  walk. 

2.62  feet  east  from  frame  column  of  bridge. 

6 .47  feet  west  from  fence  post  near  guard  rail. 
10.24  feet  south  from  fence  post. 
16.53  feet  southeast  from  spike  in  telegraph  pole. 

Co-ordinates        X  =  733, 283 .645        Y  =  505, 59 1 .  305 

To  Station  Grid  Azimuth  Grid  Distance 

8/2  295°  34' 20". 0  996.890 
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8/2  Saratoga  Street  at  St.  Edward  Road,  northeast  corner.  A  spike 
in  the  roadway  near  the  intersection  of  the  north  side  of  Saratoga 
Street  with  the  east  side  of  St.  Edward  Road. 

53.33  feet  northwest  from  northwest  piazza  corner  of  No.   1093 

Saratoga  Street. 
73.81  feet  southeast  from  left  outer  corner  of  concrete  steps  at 

No.  32  St.  Edward  Road. 
62.36  feet  southwest  from  the  northwest  corner  of  building  on 

the  northeast  corner  of  the  intersection  of  St.  Edward 

Road  and  Saratoga  Street. 

Co-ordinates        X  =  734,182.891        Y  =  505,160.999 

To  Station  Grid  Azimuth  Grid  "Distance 

7/1  300°  00' 29". 2  612.618 

9/1  Overlook  Street.  North  side,  between  Waldemar  Avenue  and  Fay- 
wood  Street.  A  brass  tack  in  a  lead  plug  in  pipe  on  the  north  side 
of  Overlook  Street  between  Waldemar  Avenue  and  Faywood 
Street. 

116.3  feet  east  from  E.  E.  I.  pole  2245/3. 
35.1  feet  northeast  from  E.  E.  I.  pole  01984. 
27.1  feet  southwest  from  spike  in  triple  tree  on  north  side  of 
Overlook  Street. 

Co-ordinates        X  =  733,565. 191        Y  =  507,735. 470 

To  Station  Grid  Azimuth  Grid  Distance 

9/2  306°  59' 29".  1  312.206 

9/2  Faywood  Street.  West  side  at  Tower  Street.  A  brass  tack  in  a 
lead  plug  in  curb  at  southwest  corner  of  Tower  Street  and  Faywood 
Street. 

23.34  feet  northeast  of  piazza  post  of  northeast  corner  of  corner 

house. 
18.66  feet  west  of  B.  W.  W. 
33.26  feet  northwest  of  Fire  Box  No.  6201. 

89.35  feet  south  of  E.  E.  I.  pole  2235/12. 

Co-ordinates        X  =  733,814. 558        Y  =507,547.617 

To  Station  Grid  Azimuth  Grid  Distance 

9/3  91°  11' 43".  1  189.065 

9/3  Tower  Street.  East  side  of  Faywood  Street.  A  brass  tack  in  a 
lead  plug  in  pipe  approximately  300  feet  southwest  of  Faywood 
Street. 

3.42  feet  northwest  from  stake  on  easterly  side  of  Tower  Street. 
4.35  feet  southeast  from  stake  on  the  southeast  side  of  Mont- 
mo  renci  Avenue. 


Co-ordinates 

X  =  733,625. 534 

Y  =  507,551. 561 

To  Station 

9/4 

Grid  Azimuth 
81°  45' 41". 7 

Grid  Distance 
355.301 

9/4     Tower  Street.     East  side  near  Montmorenci  Avenue.     A  brass  tack 
in  a  lead  plug  in  pipe  on  the  north  side  of  the  P.  I.  of  curve  in 
Tower  Street  nearest  Montmorenci  Avenue. 
73 .42  feet  east  of  east  corner  of  stairs  of  No.  30  Tower  Street. 
4.11  feet  east  of  wood  anchor  pole. 
35 .79  feet  northwest  of  centre  triple  tree. 


Co-ordinates 

X  =  733,273. 900 

Y  =  507,500. 649 

To  Station 
9/5 

Grid  Azimuth 
10° 39'  45". 5 
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Grid  Distance 
279.669 

9/5  Tower  Street.  West  side  opposite  Sea  View  Avenue.  A  brass  tack 
in  a  lead  plug  in  iron  pipe  on  about  the  three-foot  line  at  west 
side  of  Tower  Street  and  opposite  Sea  View  Avenue  in  front  of 
garage  of  No.  20  Tower  Street. 

24.53  feet  northwest  of  crosscut  on  sewer  manhole. 
46.33  feet  northwest  of  E.  E.  I.  Co.  pole  2250/4  light. 

8.79  feet  northeast  of  southwest  corner  of  driveway  wall. 

7.17  feet  southeast  of  northwest  corner  of  driveway  wall. 

Co-ordinates        X  =  733,222  .154        Y  =  507,225 .  809 

To  Station  Grid  Azimuth  Crid  Distance 

9/6  281°  11'  18".  8  353.749 

9/6  Sea  View  Avenue.  East  side  between  Tower  Street  and  Orient 
Avenue.  A  brass  tack  in  a  lead  plug  in  iron  pipe  in  dirt  walk  on 
about  two-foot  line  in  front  of  east  side  of  driveway  of  No.  31 
Sea  View  Avenue. 

88.54  feet  east  of  E.  E.  I.  Co.  pole  No.  1339/5. 
44.02  feet  northeast  of  E.  E.  I.  Co.  pole  No.  1339/4. 

22 .  93  feet  southwest  of  southwest  corner  of  No.  31  Sea  View  Avenue. 
4.95  feet  northwest  of  hydrant  (rivet  in  round  base). 
Co-ordinates        X  =  733,569. 180        Y  =  507,157. 168 
To  Station  Grid  Azimuth  Grid  Distance 

9/7  302°  38' 30". 6  377.592 

9/7    Orient    Avenue.      North    side    at    Sea  View    Avenue.      A    City 
Planning  Board  disc  set  in  a  stone  cross  walk  flush  with  roadway  at 
northerly  side  of  Orient  Avenue,  south  side  of  Sea  View  Avenue 
extended  and  about  center  of  Selma  Street  extended. 
43.05  feet  north  of  E.  E.  I.  Co.  pole  J  516/150. 
43 .  22  feet  east  of  E.  E.  I.  Co.  light  pole  at  southwest  corner  of 

Selma-Orient  Avenue. 
41 .  69  feet  southeast  of  sign  pole  at  north  side  of  Orient  Avenue  and 
southeast  of  Sea  View  Avenue. 
Co-ordinates        X  =  733,887 .135        Y  =  506,953 .  500 
To  Station  Grid  Azimuth  Grid  Distance 

14/4  06°  23' 09". 7  385.330 

10/1     Orient  Avenue  at  Walley  Street.     A  tack  in  a  lead  plug  set  in  the 
curb  stone  at  the  intersection  of  Orient  Avenue  and  Walley  Street. 

50. 10  feet  north  of  tack  in  guy  pole  No.  278/10. 

40 .  90  feet  west  of  the  right  outer  corner  of  wooden  shed  opposite 

intersection  of  Walley  Street  and  Orient  Avenue. 
60 .  58  feet  southeast  of  hydrant  spindle  on  the  west  side  of  Orient 
Avenue. 
Co-ordinates        X  =  735, 194 .892        Y  =  506,676 .  143 
To  Station  Grid  Azimuth  Grid  Distance 

10/2  134°  00' 49". 3  320.665 

10/2     Orient  Avenue.    North  side   near  Faywood  Street.     A  brass  tack 
in  a  lead  plug  in  curb  on  the  north  side  of  Orient  Avenue  in  front 
of  house  Nos.  21-19. 
22 .  75  feet  west  of  south  corner  of  stone  base  of  No.   19  Orient 

Avenue. 
17.13  feet  south  of  northwest  corner  of  front  piazza  of  No.   21 

Orient  Avenue. 

19. 11  feet  east  of  sewer  manhole. 

23.93  feet  southeast  of  E.  E.  I.  Co.  light  pole  516/4. 
Co-ordinates        X  =  734,964. 278        Y  =  506,898. 951 
To  Station  Grid  Azimuth  Grid  Distance 

10/3  93° 37' 13". 5  502.391 
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10/3     Orient  Avenue.     North  side  at  Beachview  Road.     A  stone  bound 
*        with  a  crosscut  apparently  on  the  property  line  at  intersection  of 
northerly  side  of  Orient  Avenue  and  Beachwood  Road. 
10.99  feet  southeast  of  sign  post  (iron). 
18.33  feet  northwest  of  B.  W.  W.  box. 
48. 13  feet  east  of  E.  E.  I.  Co.  pole  516 

9A 
Co-ordinates         X  =  734, 462. 890         Y  =  506,930. 675 
To  Station  Grid  Azimuth  Grid  Distance 

9/7  92°  16' 12".  8  576.207 

11/1     Boston,  Revere  Beach  &  Lynn  Railroad  1,300  feet  north  of  Moore 
Street.     A  brass  tack  in  a  lead  plug  in  pipe  in  the  right-of-way  of 
the  Boston,  Revere  Beach  &  Lynn  Railroad  near  signal  No.  9. 
18 .  81  feet  northwest  from  a  crosscut  in  the  base  of  signal  No.  9. 

25 .  54  feet  southeast  from  a  crosscut  in  the  base  of  signal  No.  6. 

26 .  78  feet  southeast   of  tack  in  telephone  pole   on  east  side   of 

railroad. 
23 .  37  feet  northeast  of  fence  post. 

Co-ordinates        X  =  731,343. 788        Y  =  504,221. 769 

To  Station  Grid  Azimuth  Grid  Distance 

11/2  224°  46' 53". 8  1154.446 

11/2     Boston,  Revere  Beach  &  Lynn  Railroad,  2,500  feet  south  of  Moore 

*  Street.     A  brass  disc  set  in  granite  monument  on  the  west  side  of 
the  right-of-way  of  the  Boston,   Revere  Beach  &  Lynn  Railroad 
east  of  Trident  Street  inscribed  U.  S.  Coast  and  Geodetic  Survey ' 
Station  No.  37AC. 

Co-ordinates  X  =  732, 156. 987  Y  =  505,041. 191 

To  Station  Grid  Azimuth  Grid  Distance 

5/2  160°33'50".6  447.212 

7/3  245°  33' 50". 6  1847.650 

12/0     Boston  Airport.  Triangulation  station  "Bulk".     A  standard  City 

*  Planning  Board  disc  set  in  a  concrete  monument  flush  with  the 
ground  situated  at  southeast  corner  of  airport. 

47 .  87  feet  east  of  brass  tack  in  lead  plug  in  concrete  base  of  field 

light  at  southeast  corner  of  landing  field. 
62 .  15  feet  west  of  crosscut  on  spike  in  vertical  timber  in  easterly 

side  of  bulkhead  opposite  fourteenth  pile  from  southeast 

corner. 
82 .  47  feet  northwest  of  crosscut  on  spike  in  vertical  timber  in 

southerly  side  of  bulkhead  opposite  eleventh  pile  from 

southeast  corner. 


Co-ordinates 

X  =  731,434. 960 

Y  =  497, 980. 030 

To  Station 
12/1 
13/4 

Grid  Azimuth 

132°  17'  12"  .5 

36°  16'    6"  .  1 

Grid  Distance 
1787.945 
1134.805 

12/1     East  Boston  Airport.  North  side.     A  City  Planning  Board  disc  set 

*      in  concrete  monument  in  the  north  side  of  the  East  Boston  Airport 

between  field  boundary  lights   No.    10  and   No.    11   in   the  area 

between  the  flying  field  and  timber  bulkhead. 

218.9  feet  northeast  from  rim  of  manhole  in  front  of  field  light 

No.  10. 
4 .  73    feet  south  of  tack  in  timber  bulkhead  opposite  field  light 

No.  11. 
111.64  feet  northwest  from  rim  of  manhole  in  front  of  field  light. 
Co-ordinates        X  =  730, 112. 263        Y  =  499, 183. 035 
To  Station  Grid  Azimuth  Grid  Distance 

12/2  130°  23'  15"  .2  974.204 
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12/2    East  Boston  Airport.   East  side.    A  brass  tack  in  a  lead  plug  set  in 
1-inch  pipe  driven  flush  with  ground  on  the  east  side  of  the  Boston 
Municipal  Airport  east  of  the  beacon  lights. 
59.12  feet  north  from  easterly  base  of  beacon  lights  on  east  side 

of  field. 
71 .  10  feet  east  from  westerly  base  of  beacon  lights  on  east  side 

of  field. 
52.81  feet  easterly  from  north  base  of    beacon  lights  on  east  side 

of  field. 
11.40  feet  south  from  spike  in  timber  bulkhead  on  the  east  side 

of  field. 
10.34  feet  west  from  spike  in  timber  bulkhead. 

Co-ordinates        X  =  729,370 .  232        Y  =  499,814. 275 
To  Station  Grid  Azimuth  Grid  Distance 

12/3  129°  56' 49"  .1  934.895 

12/3     East  Boston  Airport.  Northwest  corner.     A  brass  tack  in  a  lead 
plug  set  in  the  northwest  corner  of  the  East  Boston  Airport  near 
a  foot  bridge  to  Wood  Island  Park. 
23 .  79  feet  east  from  a  steel  fence  post  in  the  northwest  corner  of 

the  East  Boston  Airport. 
27 . 5    feet  northeast  of  2nd  fence  post  from  the  northwest  corner 

southerly. 
22 .  97  feet  west  from  4th  fence  post  from  the  northwest  corner 
easterly. 
Co-ordinates        X  =  728,653. 505        Y  =  500,414. 551 
To  Station  Grid  Azimuth  Grid  Distance 

12/4  148°  49' 42".  4  510.398 

12/4  Boston,  Revere  Beach  &  Lynn  Railroad  near  Prescott  Street.  A 
brass  tack  in  a  lead  plug  in  the  base  of  a  granite  monument  on  the 
Boston,  Revere  Beach  &  Lynn  Railroad  42  feet  below  the  level  of 
the  nearest  rail  and  approximately  1  foot  below  the  ground  surface 
located  as  follows: 
42 .  15  feet  northeasterly  from  northwest  corner  of  base  of  signal 

tower  No.  5. 
25.81  feet  southeasterly  from  southwest  corner  of  concrete  base  of 

upright  trolley  wire  support  (B14). 
6 .  42  feet  east  from  the  right  outer  rail  going  north  toward  Revere. 
37 .  98  feet  southeast  from  southeast  corner  of  upright  trolley  wire 

support  A14. 


Co-ordinates 

X  =  728, 389. 322 

Y  =  500,851. 258 

To  Station 
12/5 
16/1 

18/1    ■ 

Grid  Azimuth 
219°  47' 27"  .3 
214°  26' 35"  .0 

42°  07' 48"  .9 

Grid  Distance 

1225.056 

431.202 

882.573 

12/5     Boston,  Revere  Beach  &  Lynn  Railroad,  60  feet  south  of  the  Nep- 
tune Road  Bridge.     A  brass  tack  in  a  lead  plug  in  pipe  in  the 
right-of-way  of  the  Boston,  Revere  Beach  &  Lynn  Railroad  60 
feet  south  of  the  Neptune  Road  Bridge. 
59 .  86  feet  southwest  from  the  south  end  of  the  east  abutment  of 

the  Neptune  Road  Bridge. 
58.45  feet  northeast  of  the  concrete  base  of  tower  No.  18  on  the 

east  side  of  the  railroad. 
42 .  78  feet  southeast  of  the  south  end  of  the  west  abutment  wall 
of  the  Neptune  Road  Bridge. 
Co-ordinates        X  =  729, 173. 343        Y  =  501,792.573 
To  Station  Grid  Azimuth  Grid  Distance 

12/6  220°  29' 52". 7  1127.623 

14 


12/6  Boston,  Revere  Beach  &  Lynn  Railroad,  1,000  feet  south  of  Moore 
Street.  A  brass  tack  in  a  lead  plug  in  the  right-of-way  of  the 
Boston,  Revere  &  Lynn  Railroad  1,000  feet  south  of  Moore  Street. 
12.95  feet  northwest  of  right  outer  corner  of  the  concrete  base  of 

signal  No.  7. 
14 .  75  feet  southeast  of  left  outer  corner  of  concrete  base  of  tower 

No.  22,  on  the  west  side  of  railroad. 
13.83  feet  southwest  of  the  right  outer  corner  of  concrete  base  of 
tower  No.  22  on  the  east  side  of  the  railroad. 
Co-ordinates        X  =  729,905.645        Y  =  502, 650. 050 
To  Station  Grid  Azimuth  Grid  Distance 

12/7  219° 37' 32". 6  842.384 

12/7  Boston,  Revere  Beach  &  Lynn  Railroad  at  Moore  Street.  Lead 
plug  brass  tack  in  the  right-of-way  of  the  Boston,  Revere  Beach  & 
Lynn  Railroad  near  the  intersection  of  the  west  side  of  the  Boston, 
Revere  Beach  &  Lynn  Railroad  on  the  north  side  of  Moore  Street. 
28.70  feet  west  from  a  tack  in  the  north  end  of  the  bulkhead  on 

the  east  side  of  the  railroad. 
36.46  feet  northeast  from  crosscut  in  rim  of  sewer  manhole  at  the 

end  of  Moore  Street. 
34.02  feet  east  from  tack  in  corner  of  fence  post  on  the  north  side 
of  Moore  Street. 


Co-ordinates 

X  =  730,442. 892 

Y  =  503,298. 877 

To  Station 

Grid  Azimuth 

Grid  Distance 

2/7 

153° 00' 40". 4 

1216.921 

11/1 

224°  18' 32". 5 

1289.707 

13/1     East  Boston  Airport.     East  side.     A  brass  tack  in  lead  plug  in  pipe 
on  the  east  side  of  the  East  Boston  Airport  near  the  new  control 
tower. 
17.55  feet  west  of  B.  M.  on  Areaway  at  the  southwest  corner  of 

control  tower. 
33 .  25  feet  south  of  northwest  corner  of  control  tower. 
71 .  18  feet  southeast  of  rim  of  drain  at  the  edge  of  the  field  opposite 
the  northwest  corner  of  the  control  tower. 
Co-ordinates        X  =  730,763 .466        Y  =  497,065 .  220 
To  Station  Grid  Azimuth  Grid  Distance 

13/2  334°  50'  57"  .7  822 .  469 

13/2  East  Boston  Airport.  East  side.  A  brass  disc  inscribed  U.  S. 
*  Coast  and  Geodetic  Survey-Magport-1935,  set  in  a  concrete 
bound  at  the  center  of  a  concrete  compass  card  about  50  feet  in 
diameter.  Directly  south  of  control  tower  about  700  feet  making 
an  angle  of  about  75°  with  Custom  House  Tower.  Southeast  of 
municipal  signal  tower. 

Co-ordinates        X  =  731,113.015        Y=496,320.726 

To  Station  Grid  Azimuth  Grid  Distance 

13/3  77°  29' 01". 8  1241.878 

13/3     East  Boston  Airport,  southeast  corner.     A  brass  tack  in  lead  plug 
in  pipe  set  in  the  roadway  near  the  southeast  corner  of  the  East 
Boston  Airport. 
17.49  feet  north  of  crosscut  on  rim  of  manhole  in  the  southeast 

corner  of  flying  field. 
19.58  feet  southeast  of  rim  of  drain  located  in  southeast  corner  of 

flying  field. 
25.75  feet  south  from  the  field  boundary  light  in  the  southeast 
corner.     This  point  is  now  a  W.  P.  A.  disc  set  by  Air- 
port Project. 
Co-ordinates        X  =  729,900. 650        Y  =  496,051. 592 
To  Station  Grid  Azimuth  Grid  Distance 

13/4  118°  28' 08". 6  1439.016 
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13/4     East  Boston  Airport,  south  side  of  roadway.     A  brass  tack  in  lead 
plug  in  concrete  filled  pipe  in  the  roadway  on  the  south  side  of  the 
East  Boston  Airport  near  the  brick  platform  for  field  flood  lights. 
1 1 .  03  feet  north  of  northwest  corner  brick  chamber  for  field  flood 

lights. 
23.81  feet  northwest  of  the  northeast  corner  of  same  chamber. 
25 .  13  feet  southwest  of  crosscut  on  rim  of  manhole  north  of  brick 

chamber. 

Co-ordinates        X  =  728, 635. 648        Y  =496,737.548 

To  Station  Grid  Azimuth  Grid  Distance 

13/5  144°  30' 58". 2  1149.593 

13/5     East   Boston  Airport,   near  South   Entrance.     A   City   Planning 
Board  disc  in  pipe  in  the  dirt  roadway,  100  feet  west  of  the  south 
entrance  to  the  East  Boston  Airport. 
74 .  67  feet  southwest  from  southwest  corner  of  wooden  shed  in 

Maverick  Street. 
81 .03  feet  from  fifteenth  fence  post  from  entrance  to  field  East 

Boston  Airport. 
69.96  feet  northeast  from  curb  around  light  pole  No.  E.  716. 

Co-ordinates        X  =  727, 968 .340        Y  =  497, 673 .  638 

To  Station  Grid  Azimuth  Grid  Distance 

13/6  133° 52' 49". 9  •  593.783 

13/6  East  Boston  Airport,  Administration  Building  Entrance.  This  is 
a  U.  S.  Coast  and  Geodetic  disc  set  in  curbstone  on  the  right- 
hand  side  of  the  entrance  to  East  Boston  Airport  Administra- 
tion building. 

83.3  feet  southwest  from  southeast  corner  of  Shell  Station  garage. 
47.0  feet  southwest  from  nearest  point  of  concrete  island. 
67 . 3  feet  southeast  from  concrete  step  of  water  fountain  on  the 

approximate  center  of  Administration  Building. 
11.2  feet  southwest  from  corner  base  of  light  pole. 

Co-ordinates        X  =  727,540 .349        Y  =  498,085 .  223 

To  Station  Grid  Azimuth  Grid  Distance 

13/7  79°  50' 35". 8  360.710 

13/7     Maverick  Street.     North  side  opposite  Jeffries  Street.     A  brass  tack 
in  a  lead  plug  set  in  granolithic  sidewalk  on  the  northerly  side  of 
Maverick  Street   at  the  intersection    of  four-foot   offset  lines  of 
Jeffries  Street  and  Maverick  Street. 
50.95  feet  north  from  crosscut  on  base  of  light  pole. 
42 .  80  feet  northeast  from  crosscut  on  hydrant  base. 
67 .44  feet  northeast  from  brick  foundation. 

Co-ordinates        X  =  727,185.292        Y  =  498,021 .615 

To  Station  Grid  Azimuth  Grid  Distance 

13/8  120° 14' 46". 5  752.859 

13/8     Maverick  Street.     North  side  near  Boston,  Revere  Beach  &  Lynn 
Railroad.     A  brass  tack  in  a  lead  plug  set  in  dirt  sidewalk. 
13.75    feet  west  from  iron  base  of  crossing  gate. 
22 .  157  feet  north  from  crosscut  on  rim  of  sewer  manhole. 
50 .  67    feet  northeast  from  the  northwest  corner  of  iron  base  of 

crossing  gate  on  the  easterly  side  of  Boston,  Revere 

Beach  &  Lynn  Railroad. 

Co-ordinates        X  =  726,534. 921        Y  =  498,400.843 

To  Station  Grid  Azimuth  Grid  Distance 

18/2  200° 78'  14". 9  555.421 
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14/1  Breed  Street  at  Ford  Street.  A  crosscut  in  spike  in  the  roadway 
near  the  intersection  of  the  west  side  of  Breed  Street  with  north 
side  of  Ford  Street. 

29.69  feet  northeast  from  a  tack  in  E.  E.  I.  Co.  pole  No.  351/8. 
56 .  93  feet  east  from  iron  fence  post  at  the  southeast  corner  of 

fence  on  the  west  side  of  Breed  Street. 
50 .  74  feet  southwest  of  the  southwest  corner  of  No.   15A  Breed 
Street. 
Co-ordinates        X=  733, 132. 821        Y  =  505,993. 049 
To  Station  Grid  Azimuth  Grid  Distance 

14/2  188°  53' 58". 7  527.555 

14/2    Breed  Street  at  Leyden  Street.     A  brass  tack  in  a  lead  plug  in  the 
sidewalk  at  the  northwest  corner  of  the  intersection  of  Breed  and 
Leyden  Streets. 
52 .  14  feet  southeast  from  the  right  outer  corner  of  a  brick  store 

building  on  the  west  side  of  Breed  Street. 
45 .  50  feet  southwest  of  spindle  of  hydrant  on  the  west  side  of 
Breed  Street. 
9 .  67  feet  northwest  of  the  right  outer  corner  of  the  northwest 
corner  of  building  on  the  southwest  corner  of  the  inter- 
section of  Breed  Street  and  Leyden  Street. 
Co-ordinates        X  =  733,214. 436        Y  =  506,514. 253 
To  Station  Grid  Azimuth  Grid  Distance 

14/3  122°  23'  09". 3  415.276 

14/3     Breed  Street.     South  side,  at  Gladstone  Street.     A  brass  tack  in  a 
lead  plug  in  a  pipe  set  in  dirt  walk  on  the  south  side  of  Gladstone 
Street  at  the  intersection  of  Breed  and  Gladstone  Streets. 
65 .  25  feet  southwest  of  left  outer  corner  of  brick  steps  in  front  of 

No.  177  Gladstone  Street. 
99.19  feet  west  from  right  outer  corner  of  stone  steps  at  No.  176 

Gladstone  Street. 
4 .  83  feet  southeast  from  light  pole  on  the  south  side  of  Gladstone 

Street. 
39.13  feet  southeast  of  spindle  of  hydrant. 

Co-ordinates        X  =  732,863. 752        Y  =  506, 737. 683 

To  Station  Grid  Azimuth  Grid  Distance 

14/4  279°  36' 57". 0  994.497 

14/4     Gladstone   Street.     South  side,   opposite   Selma   Street.     A   City 
*       Planning  Board  disc  in  concrete  monument  in  sidewalk  of  Glad- 
stone Street  on  northerly  side  at  No.  98  Gladstone  Street. 
50.63  feet  southwest  of  E.  E.  I.  Co.  pole  No.  2247/1. 
63 .  32  feet  southwest  of  stone  retaining  wall  at  southwest  side  of 

Selma  Street  and  northeast  of  Gladstone  Street. 
10.52  feet  west  from  face  of  light  pole  34/12. 

Co-ordinates        X  =  733,844. 276        Y  =  506,570. 561 

15/1     Saratoga  Street.     South  side  at  Marion  Street.     A  City  Planning 
Board  disc  set  in  curb  at  about  four-foot  line  at  southerly  side  of 
Saratoga  Street  and  the  westerly  curb  line  of  Marion  Street. 
9.31  feet  east  of  southeast  corner  of  iron  base  of  E.  E.  I.  Co.  light 

pole. 
18.28  feet  southeast  of  southeast  corner  of  B.  W.  W.  box. 
23 .  64  feet  southwest  of  crosscut  on  rim  of  sewer  manhole. 
Co-ordinates        X  =  725, 166. 455        Y  =  501,924. 742 
To  Station  Grid  Azimuth  Grid  Distance 

15/2  242°  53' 00". 5  650.138 
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15/2     Saratoga  Street.     South  side  at  Brooks  Street.     A  City  Planning 
Board  disc  set  in  curb  at  about  four-foot  line  on  southerly  side  of 
Saratoga  Street  and  in  westerly  curb  line  of  Brooks  Street. 
27.59  feet  east  of  crosscut  in  base  of  hydrant. 
8.96  feet  southwest  of  Boston  Fire  Department  manhole  rim. 
3 .  35  feet  north  of  Fire  Alarm  Box. 

3 .  35  feet  southeast  of  southeast  iron  base  corner  of  E.  E.  I.  Co. 
light  pole. 
Co-ordinates        X  =  725, 745. 131         Y  =  502,221. 076 
To  Station  Grid  Azimuth  Grid  Distance 

3/2  239°  26' 04". 0  647.476 

16/1     Boston,  Revere  Beach  &  Lynn  Railroad.     West  side  near  Prescott 
Street.     A  brass  tack  in  a  lead  plug  in  pipe  located  on  the  north- 
west side  of  Boston,  Revere  &  Lynn  Railroad  near  foot  bridge 
leading  to  Wood  Island  Park. 
4.3  feet  south  from  spike  in  E.  E.  I.  Co.  pole  No.  526/25. 

16.7  feet  east  from  angle-base  of  rail  post. 

6.2  feet  east  from  crosscut  on  sewer  manhole  rim. 
19.9  feet  northeast  from  flange  at  base  of  iron  column. 
Co-ordinates        X  =  728, 633. 204        Y  =  501,206. 865 
To  Station  Grid  Azimuth  Grid  Distance 

16/2  1 27°  50'  04" .  8  840 .  278 

16/2  Prescott  Street.  South  side  at  Cottage  Street.  A  brass  tack  in  a 
lead  plug  in  pipe  set  in  brick  sidewalk  on  the  south  side  of  Prescott 
Street  and  the  west  side  of  Cottage  Street.  526 

66.05  feet  southwest  of  tack  in  E.  E.  I.  Co.  pole  No. 

49 .  50  feet  west  of  the  northwest  corner  of  wood  shack  on  the  east 
side  of  Cottage  Street. 
5.21  feet  east  of  corner  of  wood  shed  on  west  side  of  Cottage  Street. 
Co-ordinates        X  =  727,969. 566        Y  =  501,722. 279 
To  Station  Grid  Azimuth  Grid  Distance 

16/3  130°  22' 35". 6  696.311 

16/3     Prescott  Street.     West  side  at  Orleans  Street.     A  City  Planning 
Board  disc  in  curb  on  about  three-foot  line  on  west  side  of  Prescott 
Street  and  curb  line  at  north  side  of  Orleans  Street. 
42.4    feet  west  of  corner  fence  post  on  the  east  side  of  Orleans 
Street. 
7 .  99  feet  east  of  corner  of  board  fence  on  the  west  side  of  Orleans 
Street. 

61.8  feet  north  of  the  fourth  brick  fence  post  south  of  Prescott 

Street. 

Co-ordinates  X  =  727,429. 114  Y  =  502, 173. 355 

To  Station  Grid  Azimuth  Grid  Distance 

16/4  130°  41'  11". 7  465.572 

16/4    Prescott  Street.     West  side  at  Chelsea  Street.     A  City  Planning 
Board  disc  set  in  curb  at  about  point  of  intersection  of  southwest 
corner  of  Prescott  and  Chelsea  Street. 
10.7    feet  north  of  corner  of  piazza  at  341  Chelsea  Street. 
9 .  37  feet  southeast  of  crosscut  on  rim  of  N.  E.  T.  &  T.  manhole. 

44 . 9  feet  southwest  of  E.  E.  I.  Co.  light  pole. 
Co-ordinates        X  =  727,086 .  077        Y  =  502,476 .  871 

To  Station  Grid  Azimuth  Grid  Distance 

3/3  156°  33' 06".  1  423.222 
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17/1     Orleans   Street,   between  Porter    Street  and  Prescott   Street.     A 
*        drill  hole  in  railroad  monument  of  Orleans  Street  in  Boston  & 
Albany  Railroad  yard. 

40.29  feet  southeast  from  tenth  pole  from  Porter  Street. 
108.93  feet  southwest  from  eleventh  pole  from  Porter  Street. 
3 .  28  feet  southeast  from  easterly  track  on  railroad  siding. 

Co-ordinates        X  =  726,584. 591        Y  =  501, 136. 549 

To  Station  Grid  Azimuth  Grid  Distance 

16/3  219°  29'  41" .  8  1343 .  568 

18/1     Boston,  Revere  Beach  &  Lynn  Railroad.     West  side,  1,000  feet 

south  of  Wood  Island  Park.     A  brass  tack  in  a  lead  plug  set  in  pipe 

on  the  west  side  of  the  right-of-way  of  the  Boston,  Revere  Beach  & 

Lynn  Railroad  about  1,000  feet  south  of  Wood  Island  Park. 

3 .  45  feet  west  of  westerly  rail  of  Boston,  Revere  Beach  &  Lynn 

Railroad. 

71.84  feet  south  of  concrete  base  of  tower  No.  11  on  west  side  of 

railroad. 
77.23  feet  southwest  of  concrete  base  of  tower  No.  11  on  east  side 
of  railroad. 

Co-ordinates         X  =  727,797. 276        ¥  =  500,196.723 

To  Station  Grid  Azimuth  Grid  Distance 

18/2  40°  03' 07". 7  1664.872 

18/2     Boston,  Revere  Beach  &  Lynn  Railroad,  near  Maverick  Street. 

*  A  wooden  plug  in  stone  monument  between  tracks  of  the  Boston  & 
Revere  Beach  Railroad  at  point  of  curvature  near  Maverick  Street. 
44 .  86  feet  east  from  the  easterly  side  of  concrete  base  of  trolley 
wire  bridge  No.  5. 

16 .32  feet  north  from  corner  of  granite  retaining  wall. 
16.74  feet  southeast  from  old  concrete  base  on  northwesterly  side 
of  tracks. 

Co-ordinates        X  =  726,725. 986        Y  =  498,922. 366 

19/0     Revere  Beach  Parkway.     About  1,000  feet  northeast  of  Slade  Mill 

*  and  200  feet  from  Mill  creek  near  railroad  bridge.  A  City  Planning 
Board  disc  set  in  concrete  monument.  Triangulation  Station 
"Slade." 

86.85  feet  northwest  from  spike  in  telephone  pole. 

70.77  feet  southwest  from  nail  in  6-inch  tree. 

Co-ordinates        X  =  732,146.760        Y=511,414.480 

To  Station  Grid  Azimuth  Grid  Distance 

19/1  222°  20' 40". 8  346.609 

19/1     Revere  Beach  Parkway.     East  side,  near  Bellevue  Street.     A  brass 
tack  in  a  lead  plug  in  sidewalk  on  the  northeast  side  of  Revere  Beach 
Parkway  near  Bellevue  Street  opposite  No.  18  Bellevue  Street. 
12.42  feet  northwest  from  tack  in  tree. 
9 .37  feet  west  from  spike  in  tree. 
36 .46  feet  southeast  from  tack  in  tree. 

21 .78  feet  southwest  from  right  outer  corner  of  bay  at  No.   18 
Bellevue  Street. 


Co-ordinates 

X  =  732, 380. 232 

Y  =  511,670.661 

To  Station 
19/2 

Grid  Azimuth 
229°  41' 29". 9 

Grid  Distance 
999.899 
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19/2  Revere,  Mass.  Revere  Reach  Parkway.  West  side,  300  feet 
south  of  Harris  Street.  A  brass  tack  in  a  lead  plug  in  pipe  in  road- 
way on  the  west  side  of  the  Revere  Beach  Parkway  300  feet  south 
of  Harris  Street. 

49.43  feet  north  of  crosscut  on  light  pole  (M.  D.  C.  No.  150). 
18.01  feet  east  of  right  outer  corner  of  concrete  post,  on  the  west 

side  of  Revere  Beach  Parkway  20th  from  southerly  end 
of  guard  rail. 
28 .  59  feet  south  of  left  outer  corner  of  concrete  post  25th  from 
southerly  end  of  guard  rail. 

Co-ordinates        X  =  733,142.729        Y  =  512,317.497 

To  Station  Grid  Azimuth  Grid  Distance 

19/3  264°  03' 39". 5  517.957 

19/3  Revere,  Mass.  Winthrop  Avenue.  50  feet  west  of  bridge  over 
Boston  &  Maine  Railroad.  A  brass  tack  in  a  lead  plug  in  curb 
on  the  north  side  of  Winthrop  Avenue  50  feet  west  of  bridge  over 
Boston  &  Maine  Railroad. 

48.13  feet  northwest  from  the  west  end  post  of  the  center  truss. 
19.77  feet  north  of  rim  of  N.  E.  T.  &.  T.  manhole  in  the  center  of 

Winthrop  Avenue. 
10.88  feet  southwest  from  6th  concrete  post  from  the  bridge  on  the 

north  side  line. 

Co-ordinates        X- 733,657. 906        Y  =  512,371 .090 

To  Station  Grid  Azimuth  Grid  Distance 

19/4  303°  59'  33" .  4  654 .  994 

19/4     Revere,    Mass.     Revere  Beach   Parkway.     South  side,   near  Lee 
Burbank  Highway.    A  brass  tack  in  a  lead  plug  in  curb  near  the 
intersection  of  the  south  side  of  the  Revere  Beach  Parkway  with  the 
west  side  of  Lee  Burbank  Highway  60  feet  east  of  Overpass. 
15 .42  feet  northwest  from  wooden  sign  post  on  the  southwest  corner 

of  the  intersection  of  Lee  Burbank  Highway  and  Revere 

Beach  Parkway. 
58 .  39  feet  east  from  concrete  abutment  at  the  east  side  of  the 

south  end  of  Overpass. 
62 .  54  feet  southwest  from  left  outer  corner  of  concrete  post  of  route 

sign  on  north  side  of  Revere  Beach  Parkway. 

Co-ordinates        X  =  734, 200. 968        Y  =512,044.892 

To  Station  Grid  Azimuth  Grid  Distance 

19/5  299°  39'  24"  .4  448 .  378 

19/5  Revere,  Mass.  Winthrop  Avenue.  South  side,  1,500  feet  west  of 
Boston,  Revere  Beach  &  Lynn  Railroad.  A  brass  tack  in  a  lead  plug 
in  pipe  in  the  south  side  of  the  Winthrop  Avenue  roadway  50  feet 
east  of  No.  378  Winthrop  Avenue. 

48.21  feet  west  from  a  16-inch  cottonwood  tree  on  the  south  side 
of  Winthrop  A  venue. 

25 .44  feet  south  of  tack  in  N.  E.  T.  &  T.  pole  No.  =£■ 

^  94 

50.73  feet  southeast  of  left  inner  corner  of  concrete  steps  in  front 
of  No.  378  Winthrop  Avenue. 

Co-ordinates        X  =  734,590.611        Y  =  511,783.033 

To  Station  Grid  Azimuth  Grid  Distance 

19/6  313°  45' 14". 9  1522.825 

20 


19/6     Revere,  Mass.     Winthrop  Avenue.     South  side,  near  entrance  to 
Suffolk  Downs  Parkway  area.     A  brass  tack  in  a  lead  plug  in  pipe 
in  the  gravel  sidewalk  on  the  south  side  of  Winthrop  Avenue,  west 
of  entrance  to  Suffolk  Downs  Parking  Space. 
37.04  feet  west  from  G.  &  E.  pole  No.  50J. 

59.03  feet  southwest  from  steel  guy  pole  No.  -^- 

1 .86  feet  northwest  from  1st  concrete  post  in  fence  on  south  side  of 
Winthrop  Avenue  west  of  entrance  to  Suffolk  Downs. 
Co-ordinates        X  =  735,690. 569        Y  =  510,729. 900 
To  Station  Grid  Azimuth  Grid  Distance 

19/7  309°  17' 12". 9  1695.115 

19/7  Revere,  Mass.  Boston,  Revere  Beach  &  Lynn  Railroad.  East 
side  at  Winthrop  Avenue.  A  brass  tack  in  a  lead  plug  in  pipe  near 
the  intersection  of  the  east  side  of  the  right-of-way  of  the  Boston, 
Revere  Beach  &  Lynn  Railroad  with  the  south  side  of  Winthrop 
Avenue. 

46.85  feet  south  from  Eastern  Mass.  street  railway. 
9 .  32  feet  north  of  1st  steel  fence  post  on  the  east  side  of  Boston, 
Revere  Beach  &  Lynn  Railroad,  north  end  of  Beach- 
mont  Station. 
41.75  feet  east  of  pole  No.  2395  J.  M. 

Co-ordinates        X  =  737,002. 562        Y  =  509,656. 546 

To  Station  Grid  Azimuth  Grid  Distance 

19/8  25°  43' 54". 3  2266.224 

19/8  Revere,  Mass.  Boston,  Revere  Beach  &  Lynn  Railroad.  East 
side  2,200  feet  south  of  Winthrop  Avenue.  A  brass  tack  in  a  lead 
plug  in  an  iron  pipe  driven  flush  with  ground,  four  feet  east  of  the 
easterly  rail  of  track  going  toward  Revere,  about  800  feet  north- 
east of  monument  (37  y). 
51.10  feet  southwest  of  nearest  corner  of  concrete  base  of  western 

support  of  trolley  wire  bridge  No.  51. 

17.90  feet  northwest  of  tack  in  face  of  wooden  trolley  pole. 

4  feet  east  of  eastern  side  of  spur-track. 

Co-ordinates        X  =  736,6 18. 662        Y  =  507,615. 048 

To  Station  Grid  Azimuth  Grid  Distance 

7/5  30°  54' 59". 3  906.246 

20/0  Chelsea,  Mass.  Broadway.  East  side  at  Front  and  Medford 
Streets.  A  brass  tack  in  a  lead  plug,  set  in  curb  at  the  intersection 
of  Front  Street,  Medford  Street,  and  Broadway  on  the  easterly  side 
of  Broadway. 

12.09  feet  south  from  crosscut  on  rim  of  manhole. 
9.70  feet  west  from  crosscut  on  rim  of  manhole. 
49.92  feet  north  from  crosscut  on  rim  of  manhole. 
37.96  feet  northwest  from  crosscut  on  rim  of  sewer  manhole. 
Co-ordinates        X  =  723, 112. 470        Y  =  505,907. 770 
To  Station  Grid  Azimuth  Grid  Distance 

20/1  284°  58' 44'. 6  551.914 

20/1  Chelsea,  Mass.  Tremont  Street.  East  side  opposite  Medford 
Street.  A  brass  tack  in  a  lead  plug,  in  pipe  in  dirt  sidewalk  on 
the  east  side  of  Tremont  Street  and  the  center  line  of  Medford 
Street. 

70.35  feet  southeast  of  northeast  corner  of  No.  5  Medford  Street. 

37.83  feet  southeast  of  tack  in  E.  E.  I.  Co.  pole  No.  51/7. 

15.87  feet  north  of  right  outer  corner  of  entrance  to  garage. 

Co-ordinates        X  =  723,645.630        Y=505,765.119 

To  Station  Grid  Azimuth  Grid  Distance 

20/2  206°  38'  05"  .6  290 .  587 
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20/2  Chelsea,  Mass.  Tremont  Street.  East  side  at  Beacon  Street.  A 
brass  tack  in  a  lead  plug  in  pipe  in  brick  sidewalk  near  the  inter- 
section of  the  north  side  of  Beacon  Street  and  the  east  side  of  Tre- 
mont Street. 

46 .  99  feet  east  from  light  pole  on  the  corner  of  Beacon  and  Tremont 
Streets. 
7 .  38  feet  southeast  from  pole  on  northeast  corner  of  intersection 
of  Tremont  and  Beacon  Streets. 
37 .  60  feet  north  of  pole  on  southeast  corner  of  intersection  of  Tre- 
mont and  Beacon  Streets. 

Co-ordinates        X  =  723,775. 901        ¥  =  506,024.869 

To  Station  Grid  Azimuth  Grid  Distance 

20/3  296°  23' 16". 9  327.847 

20/3     Chelsea,  Mass.     Winnisimmet  Street.     East  side,  opposite  Beacon 
Street.     A  brass  tack  in  a  lead  plug  in  pipe  in  dirt  sidewalk  on 
Winnisimmet  Street  near  the  intersection  of  the  east  side  of  Winni- 
simmet Street  with  the  north  side  of  Beacon  Street. 
65.50  feet  southeast  of  northeast  corner  of  No.  5  Beacon  Street. 
37.46  feet  north  of  tack  in  wooden  guy  pole  on  east  side  of  Winni- 
simmet Street. 
21 .  15  feet  southwest  from  northwest  corner  of  brick  building  op- 
posite Beacon  Street. 
Co-ordinates        X  =  724,069. 588        Y  =  505,879. 158 
To  Station  Grid  Azimuth  Grid  Distance 

20/4  206° 02' 17". 4  303.513 

20/4     Chelsea,   Mass.     Winnisimmet    and    Williams    Streets,   southeast 
corner.    A  brass  tack  in  a  lead  plug  in  pipe  in  brick  sidewalk  near 
the  intersection  of  the  east  side  of  Winnisimmet  Street  with  the 
south  side  of  Williams  Street. 
3 .  16  feet  north  of  light  pole. 

9 .61  feet  east  of  crosscut  on  rim  of  E.  E.  I.  Co.  manhole. 
9.72  feet  west  of  traffic  sign  post. 

Co-ordinates        X  =  724,202.821        Y=506,151 .865 

To  Station  Grid  Azimuth  Grid  Distance 

20/5  295°  16' 12". 6  274.424 

20/5  Chelsea,  Mass.  Pearl  and  Williams  Streets,  southeast  corner.  A 
brass  tack  in  a  lead  plug  in  pipe  in  dirt  sidewalk  near  the  intersection 
of  the  west  side  of  Pearl  Street  with  the  south  side  of  Williams 
Street. 

16.58  feet  north  of  iron  guy  hole  No.  210/16. 
13.04  feet  south  of  crosscut  on  rim  of  sewer  manhole  in  Williams 

Street. 
2.84  feet  east  of  rim  of  manhole  in  sidewalk  on  south  side  of 
Williams  Street. 
Co-ordinates        X  =  723, 645. 630        Y  =  505,765. 119 
To  Station  Grid  Azimuth  Grid  Distance 

20/6  19°  18' 06". 3  344.533 

20/6  Chelsea,  Mass.  Meridian  Street.  West  side,  100  feet  north  of 
Meridian  Street  Bridge.  A  brass  tack  in  a  lead  plug  in  curb  on  the 
west  side  of  Meridian  Street  about  100  fept  north  of  the  Meridian 
Street  Bridge. 

9.05  feet  south  of  southwest  corner  of  water  meter. 
44.20  feet  north  of  guy  pole  No.  210/18. 
44.40  feet  southwest  of  wooden  pole  No.  210/7. 

Co-ordinates        X  =  724,337 .101        Y  =  505,709 .  550 

To  Station  Grid  Azimuth  Grid  Distance 

20/7  00°  55' 21". 9  1613.431 
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20/7  Meridian  and  Condor  Streets,  southwest  corner.  A  brass  tack  in  a 
lead  plug  in  concrete  sidewalk  of  southwest  corner  of  Meridian 
and  Condor  Streets,  on  four-foot  offset  line  of  Condor  Street. 

45 . 4  feet  west  from  crosscut  on  guy  pole  — — - 

41 .6  feet  southeast  from  center  bolt  on  hydrant. 

204 

14.7  feet  north  from  crosscut  B.  E.  R.  pole - 

F        92 


Co-ordinates 

X  =  724,311. 118 

Y  =  504,096.328 

To  Station 

Grid  Azimuth 

Grid  Distance 

1/2 

358°  35' 05". 0 

750.693 

2/11' 

269°  55' 38". 2 

917.967 

21/1     Condor  and  Brooks  Streets,  southeast  corner.     A  brass  tack  in  a 
lead  plug  in  pipe  flush  with  dirt  sidewalk  on  the  southeast  corner 
of  Brooks  Street  and  Condor  Street. 
46.00  feet  southwest  from  crosscut  on  hydrant. 
42 .  36  feet  southeast  from  E.  E.  I.  Co.  light  pole. 
39.90  feet  northwest  from  the  northwest  corner  of  stone  founda- 
tion of  No.  227  Brooks  Street. 
Co-ordinates        X  =  725,229 .  084        Y  =  504,097 .  493 
To  Station  Grid  Azimuth  Grid  Distance 

21/2  269°  54' 09". 9  720.512 

21/2  Condor  and  Putnam  Streets,  southeast  corner.  A  brass  tack  in  a 
lead  plug,  in  pipe  under  brick  sidewalk  at  the  intersection  of  four- 
foot  lines  at  southeast  corner  of  Putnam  and  Condor  Streets. 

67.61  feet  southeast  from  center  bolt  of  hydrant. 

46.62  feet  east  from  concrete  base  of  No.  191  Condor  Street. 
5.57  feet  northwest  from  concrete  base  of  No.  193  Condor  Street. 

Co-ordinates        X  =  725,  949 .595        Y  =  504,098 .716 

22/1  Putnam  Street.  East  side,  near  East  Eagle  Street.  A  brass  tack 
in  a  lead  plug  in  pipe  set  flush  with  brick  sidewalk,  on  east  side  of 
Putnam  Street. 

21 .02  feet  southwest  from  left  outer  corner  of  No.  52  Putnam 
Street. 
3.45  feet  west  from  right  outer  corner  of  No.  52  Putnam  Street. 
6.68  feet  northwest  from  concrete  step  of  No.  54  Putnam  Street. 
23.96  feet  east  from  crosscut  on  rim  of  E.  E.  I.  Co.  manhole. 
Co-ordinates        X  =  725,950. 768        Y  =  503,575. 247 
To  Station  Grid  Azimuth  Grid  Distance 

21/2  179° 52' 17". 8  523.470 

23/1     East  Eagle  Street.     North  side,  opposite  Shelby  Street.     A  City 
*       Planning  Board  disc  set  in  concrete  monument,  flush  with  dirt 
walk  at  northerly  side  of  East  Eagle  Street  opposite  easterly  end 
of  sidewalk  of  Shelby  Street. 

37.88  feet  west  of  southwest  corner  of  B.  E.  R.  carhouse. 
3 .  60  feet  northeast  of  crosscut  in  steel  pole  (nearest  to  west  side 

of  alley). 
7.10  feet  northwest  of  tack  in  N.  E.  T.  &  T.  wood  pole  (opposite 

southeast  corner  of  city  yard). 
96 .  10  feet  east  from  brass  tack  in  a  lead  plug,  at  intersection  of 
northeast  corner  of  two-foot  line,  on  East  Eagle  Street 
and  four-foot  line  on  Condor  Street. 
Co-ordinates        X  =  727, 338 .408        Y  =  503, 693 .  708 
To  Station  Grid  Azimuth  Grid  Distance 

23/2  89°  57' 31". 5  580.605 
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23/2 


23/3 


24/1 


24/2 


East  Eagle  and  Glendon  Streets,  northwest  corner.    A  City  Plan- 
ning Board  disc  set  in  concrete  monument  flush  with  brick  side- 
walk at  northwest  corner  of  Glendon  and  East  Eagle  Streets. 
11.38  feet  east  of  crosscut  at  northeast  corner  of  Bradley  head 

in  front  of  No.  280  East  Eagle  Street. 
4 .  29  feet  northwest  of  crosscut  in  sign  post  at  northwest  corner 

of  Glendon  and  East  Eagle  Streets. 
17.43  feet  west  of  crosscut  in  sewer  manhole  rim  at  westerly  end 

of  Glendon  Street  roadway. 
'  Co-ordinates        X  =  726,757.803        Y  =  503, 693. 290 


To  Station 
23/3 


Grid  Azimuth 
179°  57'  55". 7 


Grid  Distance 
406.584 


Condor  and  Glendon  Streets,  southwest  corner.    A  brass  tack  in  a 
lead  plug  in  pipe  flush  with  dirt  sidewalk  at  southwest  corner  of 
Glendon  and  Condor  Streets. 
19.06  feet  northeast  from  north  corner  of  brick  bay  of  No.  28 

Glendon  Street. 
40.23  feet  south  from  center  bolt  of  hydrant. 
45 .88  feet  west  from  concrete  fence  base. 


Co-ordinates 

To  Station 

21/2 


X  =  726,757. 558 
Grid  Azimuth 
89°  55' 04". 4 


Y  =  504,099. 874 

Grid  Distance 

807.964 


Chelsea  and  Marion  Streets,  southwest  corner.  A  City  Planning 
Board  disc  set  in  concrete  monument  flush  with  concrete  sidewalk 
at  southeast  corner  of  Marion  and  Chelsea  Streets,  close  to  inter- 
section of  four-foot  line  on  Chelsea  Street  and  three-foot  line  on 
Marion  Street. 
1 1 .  73  feet  southeast  of  crosscut  on  southeast  of  vertical  side  of 

hydrant. 
2.84  feet  south  of  crosscut  on  base  of  E.  E.  I.  Co.  light  pole 
No.  2532. 
30.69  feet  west  of  crosscut  B.  W.  W.  box  (box  at  southeast  side  of 
Marion  Street). 
8.89  feet  northwest  from  left  outer  corner  No.  195  Marion  Street. 
9 .  10  feet  north  from  right  outer  corner  of  No.  195  Marion  Street. 
Co-ordinates         X  =  725,953 .  141         Y  =501,141 .953 
To  Station  Grid  Azimuth  Grid  Distance 

24/2  130°  17' 46". 2  661.559 


Co-ordinates 

To  Station 

15/1 


X  =  725,448.562 
Grid  Azimuth 
141° 31'  18". 1 


Y  =501,569.809 

.  Grid  Distance 

453.389 
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